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Message Text 

UNCLASSIFIED 

PAGE 01 BOMBAY 00614 150721Z 
ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-08 /019W 

150845Z 035364/11 

R 150524Z MAR 77 
FM AMCONSUL BOMBAY 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 7152 
AMEMBASSY NEW DELHI 
AMCONSUL CALCUTTA 
AMCONSUL MADRAS 

UNCLAS BOMBAY 0614 

E. O. 11652: N/A 
TAGS: BEXP, IN 

SUB J : CATALOG EXHIBIT: US PUMP, VALVES AND COMPRESSORS - 
BOMBAY APRIL 18-19 

1 . POST PLANNING TO ASSOCIATE INDIAN PUMP MFRS. ASSN. 

(IPMA), BOMBAY, AS CO-SPONSOR FOR SEMINAR SCHEDULED IN 
CONJUNCTION WITH THE SUBJECT SHOW. TO ENABLE US TO 
PREPARE A BACKGROUND PAPER ON US INDUSTRY STATUS WE 
WOULD APPRECIATE RECEIVING, IF READILY AVAILABLE, TWO 
COPIES OF OIM'S US INDUSTRY MARKETING PROFILE ON PUMPS, 

VALVES AND COMPRESSORS. ANY OTHER PUBLISHED OR COMPILED 
DATA REFLECTING US INDUSTRY SITUATION WILL ALSO BE 
WELCOMED. 

2. THE TECHNICAL COMMITTEE OF IPMA BELIEVES THAT 
EXHIBITION OF US INDUSTRY STANDARDS, SPECIMEN OF 
BUSINESS PUBLICATIONS RELATED TO THE INDUSTRY AND 
SPECIALIST BUSINESS DIRECTORIES WOULD ADD TO THE 
EFFECTIVENESS OF THE CATALOG EXHIBIT. WE WOULD, THEREFORE, 

APPRECIATE RECEIVING SUCH MATERIAL FOR DISPLAY IN THE 
FOYER OF THE EXHIBIT AREA. 
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